GENERAL PERSHING HOTEL 

100 ROOMS . MODERN . FIREPROOFED 

DUBOIS, PA. 

Fine Coffee Shop • Garage Service • Parking 
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THE GENERAL PERSHING 


DUBOIS, PA. 



THE FINEST HOTEL BETWEEN PITTSBURGH AND BUFFALO 





























